
6,000 long, you could g- > 

longer if" v ou like. 

This is in adaptor that I have made up to lit a AR 20" barrel with an .7 21" OD,the Llash hidderis removed and the barrel is inserted in the .720 ID portion and 
tightened, the jest of the supressur uses 2'od exhaust tube, which is 1.875 "ID, so it slips over the out side and is TIG welded in place, the b al dels are made with 
welsh/freeze plugs of 1 .7/8 dia, 1 used brass in the prototype for cost/ease of manufacture, the welsh plugs wej'e centered in the lathe with small centre drill, tliej] placed 
■ in mandrill and a 1/2'dia steel ball placed on centre mark and pressed until lull depth, this puts a nice smooth dish in the freeze plug, it is theji centred back in lathe and 
drilled with 1 /4" drill, repeat this 9 times, press into tube, dish towards barrel, the will he tight because ol when you pressed them, construct simple end cap out ol MS to 
put over baffles and TIG in place, this design may be crude but holy shit it works, Lull power NATO spec 67 grain ball ammo, 20" barrel, inside a full closed tin workshop, 
(wear safety glasses) the sound is less than a 22 2rf Firing shorts, no hearing protection required, it is as quite as mvsuppresed .22rf pistol firing winchester XT pistol load. 
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